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SUBJECT: ERISKEM WALK THRU METAL DETECTOR 
REE: STATE 169975 

ATHENS HAS ONE ERISKEM MODEL 43 WALK THRU METAL DETECTOR 
SERIAL NUMBER X015 WHICH IS PRESENTLY LOCATED AT THE 
ISTANBUL POST. AT THE PRESENT TIME THIS UNIT IS 
FUNCTIONING WITHIN ITS DESIGNED SPECIEICATIONS; HOWEVER, 

IT HAS REQUIRED EXTENSIVE MAINTENANCE BY TSO ATHENS TO 
APPROACH THIS LEVEL OF OPERATION. ATHENS FILES CONTAIN 
THE SPECIFIC DETAILS OF THE TROUBLESHOOTING PERFORMED 
NECESSARY FOR THE REPAIR OF THIS EQUIPMENT. SUFFICE IT 
TO SAY THAT THIS EQUIPMENT HAS BEEN TROUBLESOME AND WILL 
MOST LIKELY CONTINUE TO BE TROUBLESOME IN THE FUTURE. 
BASED ON THE AFOREMENTIONED STATEMENTS TSO DOES NOT 
RECOMMEND USE OF THIS EQUIPMENT EOR EUTURE 
INSTALLATIONS. 
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